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ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-OO MC-02 SSO-OO /027 W 

076021 

O 181551Z APR 75 

FM USMISSION OECD PARIS 

TO SECSTATE WASH DC IMMEDIATE 6626 

CONFIDENTIAL OECD PARIS 09910 

EXCON 

E.O. 11652:XGDS1 
TAGS: ESTC, COCOM 

SUBJECT: UK VIDICON TUBE TO BULGARIA - IL 1555 
REF: COCOM DOC (75) 799 

1. URGENCY PROCEDURE. ONE VIDICON TUBE, TYPE P 8090, 

TOTAL VALUE $2,472. 

2. END-USER DEPARTMENT OF OPHTHALMOLOGY, FACULTY OF 
MEDICINE. GEORGI SOFIISKI STR. NO. 1, SOFIA. END-USE: 

MEDICAL EXAMINATION IN EYE DISEASES. 

3. DATA SHEETS, TO BE DEPOSITED WITH SECRETARIAT IN A 
FEW DAYS, WILL BE POUCHED AS SOON AS RECEIVED. 

4. URGENCY PROCEDURE INVOKED ON GROUND THAT LETTER OF 
CREDIT EXPIRES APRIL 29. 

5. ACTION REQUESTED: INSTRUCTIONS AS SOON AS POSSIBLE. 
CASE WILL BE ONAGENDA FOR APRIL 22. 

TURNER 


CONFIDENTIAL 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 
Copy: SINGLE 
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Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19750ECDP09910 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D7501 36-0879 
From: OECD PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750438/aaaabjcp.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
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Review Action: RELEASED, APPROVED 
Review Authority: GolinoFR 
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Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
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